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ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

030100 

R 280630Z APR 76 
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TO USDOC WASHDC 
INFO SECSTATE WASHDC 6717 

UNCLAS TEHRAN 4262 

E.O. 11652: NA 
TAGS: BTIO 

SUB J : MAJOR PROJECT: UPDATE ON MESHED STEAM POWER PLANT 

1 . EMBOFF DISCUSSED CURRENT STATUS OF FEASIBILITY STUDY 
FOR 600 MW STEAM POWER PLANT TO BE BUILT IN MESHED WITH 
MORTEZA EMAMI, DIRECTOR VKD CONSULTING ENGINEERS, A JOINT 
VENTURE WITH KENNEDY AND DONKIN(U.K.) VKD HAS THE CON- 
SULTING CONTRACT. DUE TO BUDGETARY CURTAILMENTS, FEASI- 
BILITY SUTDY HAS NOT BEEN COMPLETED AS RAPIDLY AS WAS 
PROJECTED. PROJECT WILL BE TENDERED AT SOME UNSPECIFIED 
DATE IN THE FUTURE AS "TURNKEY" FOR THE CONTRACTOR. HOW- 
EVER MIN/ENERGY SOURCES REPORT THAT UNDS HAVE NOT BEEN 
BUDETED FOR CURRENT FISCAL YEAR(MARCH 21,1976-MARCH 20, 
1977). INTERESTED AMERICAN CONTRACTORS MUST BE REGISTERED 
WITH PLAN AND BUDGET ORGANIZATION, KUSHK AVENUE, TEHRAN. 
INTERESTED CONTRACTORS MAY COMMUNICATED BY WRITING 
KENNEDY AND DONKIN, ATTN: PROJECT MANAGER DICK 
WEBSTER, ST. ANDREWS HOUSE, PORTLAND STREET, MANCHESTER 
M13LT ENGLAND, TEL: 0612369124 OR DIRECTLY WITH EMAMI, 

C/O VKD CONSULTING ENGINEERS, 6 KUCHE PARVIZ, JORDON 
AVENUE, ABOVE JAHANE-DOODAK, TEHRAN, TEL: 681495-6. 

EMBASSY WILL REPORT FURTHER DEVELOPMENTS. 

2. EMBASSY HAS NOTIFIED LOCAL FIRMS. 
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